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SECRET-NO FOREIGN DISSEM 

ntA ■■Mit.'ni' (w sntna nM DBV TAI0R8 ■/ THRU 15 FEBRUARY 1966 


(HOTEL) 



(Dropped from ifct List) 


Kerries 


Sorties; 7794 
Arid Reece Sorties 

17, 958 Veesels 


Teeults l) 
Des j^^oved Pfmgted 


i/ 

k/ 

c_/ 

d/ 

d 

U 

ii/ 


^ -8^ 

Vehicles ^98 577 

RR Stock 251 610 

Assessments are based on best Information received, will be refined as more accurate 

St^ljr^lSs flSrJIppMMlSi'iortles. Some applied to multiple targets; In this 

summary assigned to principal target. 

Nation^ capacity In 1,000's where measurement shown. 

Percentages of national capacity where appropriate. 

Also numerous attacks during armed recce and other missions. . . . ,, . 

A L numerous Installations, AA sites, bridges, etc, attacked and road and rail cots made 
Percent Inactive due to dismantling or abandonment of facilities as a result of air 

ro ^ew'columns are not additive, since the number of Installations, both targeted and 
r^ck in some cases, apply to more than one category of targets, (l.a., barracks, 
supply and ammo depots). 

1. 6,93S,000 i-trlc ton. (COmS S.TH.OOO KT). 

IIS worldwide military POL storage capacity Is 15,452,000 WT; national US commercial 

acltv Is 151 325,000 MT; approximate average $ value of I KT of POL products ls$28 
US Worldwide mllltiry supply depot covered storage space Is 137,100,000 aq. ft. 

(CONUS 121,300,000 sq. ft plants aervlng metrooolltan areas; Mew York - 7.6 
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